
lo Polcar^o, Gdynia, are to arrange for tho shimant of tho following t \r> 

; conai^ments of X-ray tubes j 

a 0 lyin^ at Stockholn, 

450 X-ray rubes 

bo Lyin'* in Ilot; York; 

50 IJachiett Thom**, shockproof, ’nater-coolad, X-ray tubas a 
30 tino delay tubes for picker (sic) , 

45 DT 220 oil-inneraed, forced oil cooled, deep therapy tubes. 
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